Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


LIMITED OFFICIAL USE 

PAGE 01 PARIS 08437 092144Z 
ACTION EUR- 12 


Message Text 


INFO OCT-01 ISO-OO SY-05 A-01 FBOE-OO L-03 /022 W 

041274 092148Z/61 

P 092036Z MAR 78 

FM AMEMBASSY PARIS 

TO SECSTATE WASHDC PRIORITY 8419 


LIMITED OFFICIAL USE PARIS 08437 

US OECD 

E.O. 11652: N/A 
TAGS: OECD, ASEC 
SUBJECT: OECD FIRE 

REF: PARIS 8159 AND PREVIOUS 

1 . POLICE REPORT RECEIVED TODAY FROM OECD INDICATES 
SGT. ROMERO FELL WHILE HANGING BY HIS HANDS AND 
PROBABLY TRYING TO RE-ENTER AT FOURTH FLOOR BY WINDOW 
DIRECTLY UNDERNEATH. 

2. SGT. ROMERO DID NOT TRY TO ESCAPE IN TIME VIA 
NEARBY EXIT. IN ANY CASE, FIRE AT EXIT DOOR WAS 
PARTICULARLY INTENSE AND MAY EXPLAIN WHY HE DID NOT 
TRY TO REACH EXIT. 

3. LIST OF PREVIOUS FIRES RECEIVED FROM OECD AND NOT 
YET AVAILABLE TO LANDER AND OTHER EXPERTS INDICATES 
CONCENTRATION OF FIRE INCIDENTS IN NEW BUILDING 
(OCCUPIED BY USOECD). SIX OUT OF ELEVEN TOTAL IN 

1977, OR 55 PERCENT, WERE IN NEW BUILDING, AND OF SIX 
TOTAL, FIVE, OR 83 PERCENT, WERE ELECTRICAL IN ORIGIN. 
THESE FIGURES TEND TO CONFIRM LANDER'S VIEWS ON ORIGIN 
OF FIRE. 
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4. ABOVE REPORTS BEING TRANSMITTED TO ANTHONY 
ALBRECHT, EUR/RPE. 

SALZMAN 
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